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Message Text 

UNCLASSIFIED 

PAGE 01 TEGUCI 04018 221614Z 
ACTION OES-09 

INFO OCT-01 ARA-14 ISO-OO DOE-15 SOE-02 /041 W 

075082 230347Z/21 

R 221416Z AUG 78 
FM AMEMBASSY TEGUCIGALPA 
TO SECSTATE WASHDC 1314 

UNCLAS TEGUCIGALPA 4018 

E.O. 11652: N/A 

TAGS: ENRG, TECH, LDC, HO 

SUB J : COST OF ELECTRICITY PRODUCTION USING CONVENTIONAL ENERGY 
SOURCES 

REF: STATE 210477 

1 . EMBASSY HAVING SOME DIFFICULTY IN INTERPRETING SECOND 
SENTENCE PARA TWO OF REFTEL. PERHAPS ONE OR TWO WORDS 
CHANGED IN TRANSMISSION. FOR EXAMPLE, IS MINIMUM INFOR- 
MATION REQUIRED A LISTING OF COSTS OF ELECTRICITY 
GENERATED USING VARIOUS AVAILABLE ENERGY SOURCES (HYDRO, 
PETROLEUM, ETC)? CABLE AS RECEIVED STATES QUOTE FOR 
AVAILABLE SOURCES UNQUOTE. ALSO, WHAT IS MEANT BY LATTER 
PART OF THIS SENTENCE WHICH READS QUOTE AS A FUNCTION 
REPEAT FUNCTION OF THE USERS REQUIREMENT E.G., KWH PER 
YEAR OF REPEAT OF MONTH ? 

2. EMBASSY ASSUMES WHAT IS DESIRED PARAG 2A IS DISTANCES 
FROM GENERATING PLANTS TO PRINCIPAL CITIES. THIS WILL VARY 
WIDELY DUE TO EXISTENCE OF SEVERAL THERMAL AND HYDRO SITES 
AT VARYING DISTANCES TO VARIOUS CITIES. DATA WOULD SEEM 

TO REQUIRE COMPLEX WEIGHTING CALCULATIONS TO ACCOUNT FOR 
DIFFERING CONSUMPTION RATES IN VARIOUS USING AREAS. 

JARAMILLO 
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